
everything you 
need for location 
lighting in one 
compact case! 


NEW 

LOWEL-LIGHT 


Lowel-Light's tradition of compact, versatile lighting equip- 
ment is carried forward in the wonderful, new LOWEL-LIGHT 
UNI-6. The- vulcanized fibre case, only 14V2"x22V2"x6y2", 
holds enough lighting gear to handle most location jobs. 
The UNI-6 Is always ready to travel — always ready to set up. 
The six Lowel-Llghts are clamped In seconds to stands, furni- 
ture, pipes; attached to walls with Gaffer-Tape or mounted in 
countless other ways. The six Barndoors slip on the bulbs 
instantly, without tools. Special apertures and foam padding 
hold six R 40 type reflector bulbs. Two aluminum stands, 
engineered by P.I.C. for rugged, professional use, each have 
five locked-in sections that extend to 9 feet. There is space 
for more stands if needed. The three, 25 foot, neoprene in- 
sulated extension cords are U.L. approved for 15 amps.; each 
has unbreakable, 3-way (cube tap) outlets. You’ll always 
travel well equipped with the new LOWEL-LIGHT UNI-6. 


SIZE: 141 / 2 " x 22 V 2 "x 61/2" 

WEIGHT: under 22 pounds 

MATERIAL: vulcanized fibre, steel edges and corners 
CONTENTS: 6 Lowel-Llght tape-up, clamp-on lighting units 
6 Lowel-Light Barndoors for R 40 reflector bulbs 
6 partitions for R 40 bulbs (bulbs not included) 

2 9 ft. aluminum stands, 5 locked-ln sections 

3 25 ft., 15 amp. neoprene extensions, cube taps 

1 12 yard roll of Lowel-Light Gaffer-Tape 

2 25 amp. fuses for emergencies 

PRICES: LOWEL-LIGHT UNI-6, complete (less bulbs) (#U6623) $124.50 

UNI-6 case, partitions, padding (#U6) 27.50 

LOWEL-LIGHT unit with Gaffer-Tape (#LL1) 6.95 

KIT; 5 lights. Tape, Barndoor space (#K5) 34.50 

LOWEL-LIGHT BARNDOOR, for R40 bulbs (#BR40) .... 5.75 

GAFFER-TAPE, 12 yard roll (#GT12) 1.95 

GAFFER-TAPE, 30 yard roll (#GT30) 3.95 


ENGINEERING 
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